CHANGES IN THE ARMY NURSE CORPS 
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CHANGES IN THE ARMY NURSE CORPS RECORDED IN THE 

SURGEON-GENERAL’S OFFICE FOR THE MONTH ENDING 

JUNE ii, 1902. 

Armistead, Amanda J., transferred from the First Reserve Hospital, 
Manila, to the Brigade Hospital, Dagupan, Luzon, P. I. 

Arnold, Henrietta, arrived in the Philippines on Logan May 26 and tem¬ 
porarily assigned to duty at the First Reserve Hospital, Manila. 

Ashen, Sarah C., transferred from the First Reserve Hospital, Manila, to 
the Brigade Hospital, Dagupan, Luzon, P. I. 

Bartholomew, Annie M., transferred from the Brigade Hospital, Dagupan, 
to duty at the First Reserve, Manila, P. I. 

Brill, Selma, arrived in the Philippines on Logan May 26 and temporarily 
assigned to duty at the First Reserve Hospital, Manila. 

Burgess, Alice V., arrived in the Philippines on the Logan May 26 and 
temporarily assigned to duty at the First Reserve Hospital, Manila. 

Edwards, Elizabeth F., arrived in the Philippines on the Logan May 26 
and temporarily assigned to duty at the First Reserve, Manila. 

Entwisle, Irene F., arrived in the Philippines on the Logan May 26 and 
temporarily assigned to duty at the First Reserve Hospital, Manila. 

Gillette, Alice M., formerly on duty at Hamilton Barracks, Matanzas, Cuba, 
discharged. 

Hasemeyer, Augusta D., assignment to duty as chief nurse at the Brigade 
Hospital, Vigan, P. I., revoked to date April 30, 1902. 

Hine, M. Estelle, assigned to temporary duty at the United States Army 
General Hospital, Presidio, San Francisco, Cal., until further orders. 

Holmes, May Rose, transferred from duty at Columbia Barracks, near 
Quemados, Cuba, to the United States General Hospital, Fort Bayard, N. M. 

Keck, Willma A., arrived in the Philippines on the Logan May 26 and 
temporarily assigned to duty at the First Reserve Hospital, Manila. 

Kennedy, Mary J., transferred from the Convalescent Hospital, Corre- 
gidor Island, to duty at the First Reserve Hospital, Manila, P. I. 

Lasswell, Ida H., formerly on duty at the United States Army General 
Hospital, Presidio, San Francisco, Cal., discharged. 

Layton, Mary V., transferred from the Brigade Hospital, Vigan, to duty 
at the Military Hospital, Iloilo, P. I. 

Lindley, Laura L., transferred from the Convalescent Hospital, Corregidor 
Island, to duty at the First Reserve Hospital, Manila, P. I. 

Macdonald, Mary D., arrived in the Philippines on the Logan May 26 and 
temporarily assigned to duty at the First Reserve Hospital, Manila, 

McGary, Margaret W., arrived in the Philippines on the Logan May 26 and 
temporarily assigned to duty at the First Reserve, Manila. 

McNaughton, Bessie B., reported for duty at the United States Army 
General Hospital, Presidio, San Francisco, Cal., May 27. 

960 



Changes in the Army Nurse Corps 961 

Miller, Gertrude Evelyn, arrived in the Philippines on the Logan May 20 
and temporarily assigned to duty at the First Reserve Hospital, Manila. 

Morgan, Irene A., transferred from the First Reserve Hospital, Manila, 
to the Convalescent Hospital, Corregidor Island, P. I. 

Pannill, Mattie Porter, arrived in the Philippines on the Logan May 26 
and temporarily assigned to duty at the First Reserve Hospital, Manila. 

Petit, Augusta L., formerly on duty at the United States Army General 
Hospital, Fort Bayard, N. M., discharged. 

Redecker, Henrietta L., formerly on duty at the United States Army Gen¬ 
eral Hospital, Presidio, San Francisco, Cal., discharged. 

Williamson, Anne, arrived in the Philippines on the Logan May 20 and 
temporarily assigned to duty at the First Reserve Hospital, Manila. 

Woodward, Jessie H., arrived in the Philippines on the Logan May 26 and 
temporarily assigned to duty at the First Reserve Hospital, Manila. 


CHANGES FOR THE MONTH ENDING JULY 8, 1902 

Allan, Jean, formerly on duty at the First Reserve Hospital, Manila, 
P. I., transferred to the United States for discharge. 

Brown, Mrs. Jessie M., transferred from the Brigade Hospital, Vigan, 
South Ilocos, P. I., to duty in Manila. 

Casey, Joanna B., formerly on duty at the First Reserve Hospital, P. I., 
transferred to the United States for discharge. 

Eastham, Marian, transferred from the Brigade Hospital, Vigan, P. I., 
to duty in Manila. 

Gleason, Mary, formerly on duty at the General Hospital, Presidio, San 
Francisco, discharged. 

Hall, Mrs. Mary B., transferred from the Brigade Hospital, Vigan, P. I., 
to duty in Manila. 

Hasemeyer, Augusta D., transferred from the Brigade Hospital, Vigan, 
P. I., to duty in Manila. 

Holmes, May Rose, discharged. Could not accept service at Fort Bay¬ 
ard, N. M. 

Kemmer, Alice S., transferred from the Brigade Hospital, Vigan, P. I., 
to duty in Manila. It has been recommended by General Chaffee, Commanding 
General Division of the Philippines, “ that the specially meritorious services 
of this nurse be fittingly recognized to the army in general orders, as is the 
custom for gallant and commendable acts on the part of soldiers.” She, never 
having had the disease, volunteered to undertake the care of two very severe 
cases of small-pox, and saved these lives by her devotion. 

Kennedy, Mary J., formerly on duty at the First Reserve Hospital, Manila, 
P. I., transferred to the United States for discharge. 

Rourke, Louise R., transferred from the Brigade Hospital, Vigan, P. I., 
to duty in Manila. 

Tait, Elizabeth E., transferred from the General Hospital, Presidio, San 
Francisco, to duty at the General Hospital, Fort Bayard, N. M. 

Tipping, Mary, formerly on duty at the General Hospital, Presidio, San 
Francisco, Cal., discharged. . 

Tipping, Susie, formerly on duty at the General Hospital, Presidio, San 
Francisco, Cal., discharged. 



